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Message Text 


E.O. 11652: N/A 
TAGS: ABLD, ASEC 

SUBJECT: CHANCERY FIRE ALARM SYSTEM PROP NO L01001 


REF: 77 STATE 297685, 78 STATE 014029 

1 . JOHNSON CONTROLS HAS SURVEYED CHANCERY AND BID THE FOLLOW- 
ING FOR THE FIRE DETECTION-ALARM INSTALLATION: 

LABOR AND EXPENSES $ 13,200.00 

MATERIAL AND SHIPPING 9,700.00 

OVERHEAD AND PROFIT, INCLUDING 
SOCIAL CHARGES 9,000.00 

TOTAL BID $31,900.00 

2. THESE COSTS ARE BASED ON THE ASSUMPTION THAT ALL REQUIRED 
SYSTEM EQUIPMENT HAS BEEN PURCHASED AND WILL BE AT THE 
INSTALLATION SITE PRIOR TO ARRIVAL OF TECHNICIANS. MATERIAL 
COSTS SHOWN INCLUDE ONLY CABLE AND CONDUIT AND MISCELLANIOUS 
LOCAL PURCHASE INSTALLATION MATERIALS BUT DO NOT INCLUDE 
TEST EQUIPMENT OR SPECIAL TOOLS WHICH ARE EXPECTED TO BE 
FURNISHED AS A PART OF THE FIRE-ALARM SYSTEM. 


3. IF PROPOSED BID IS ACCEPTABLE TO DEPARTMENT, 

EMBASSY BUDAPEST WOULD APPRECIATE INCREASE IN ALLOT- 
MENT AND APPROVAL TO SIGN CONTRACT. 
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